Q: Where would you go if you wanted to
view what's going on at S-4?
BL: People often go to the Mailbox Road
[intersection of Mailbox Road and
Highway 375] but you really can't see [any
S-4 activity] from Mailbox Road, you want
the road further up [a few miles south], the
other long line on the map, Groom Road.
That's where we viewed it from. We went
all the way up and to the left [on Groom
road] so we could get closer to S-4. My
friend works for Central LA regional
telephone company, and he says that if
you go over by Mount Charleston, I can't
remember exactly where right now, you
can see right down on [unintelligible] and
you can actually see the vehicles moving
from that area.
Q: From Mount Charleston? That's a
hundred miles away, though.
BL: But he said he goes up there all the
time and other Central people do; they can
see the vehicles moving.
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BL: No, absolutely. Nothing. One of the
things we were trying to do was, starting
with alien operating reactors and
operating amplifiers, we tried to substitute
different pieces of man-made material in
various parts of the system. The only thing
we got to work was essentially
substituting a wave guide, and of course
that's essentially a pipe. But when we
made any changes to the gravity
amplifiers they stopped working after that.
You know, everyone was really afraid to
fool around with the reactor too much.
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